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TO     THE     TRADE. 


The  Universal  Float- Valve,  the  Lever  for  giving  a  single  operation  of  the 
valve  (  an  after-wash),  the  Lever  for  giving  a  double  operation  of  the  valve 
(a  preliminary  and  an  after  wash),  and  the  Door-Attachment,  all  as  herein 
illustrated  and  catalogued,  are  the  inventions  of  WlLUAM  SCOTT,  and  are 
his  and  our  sole  property,  as  exclusive  licensees,  under  him. 

All  infringers  of  his  and  our  rights  as  the  exclusive  licensees  will  be 
prosecuted ;  and  all  purchasers  from  us  of  such  valves,  levers,  and  door- 
attachments  will  be  protected  by  us. 

D ALTON    &    'INGERSOLL. 

Bos  to x    yanuary  i,  1885. 
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It  is  well  known,  that  all  Water-Closets  require  a  liberal  supply  of  water  to  insure  cleanlinessf 
and  a  proper  flushing  of  the  trap  and  soil-pipe  ;  and  it  has  been  proved  by  experience,  that  the 
public  cannot  be  relied  upon  to  properly  cleanse  a  closet,  when  supplied  by  a  valve  which  leaves 
the  quantity  of  water  to  be  discharged  discretionary  with  the  user. 

Therefore,  as  a  guaranty  to  perfect  cleanliness,  it  is  necessary  that  all  closets  should  be  sup- 
plied by  valves  that  are  self-operating  in  their  workings. 


THE  UNIVERSAL 


FLOAT-VALVE 


Is  a  sure  supply-valve,  possessing  the  following  advantages  over  all  other  valves  or  flushing  appli- 
ances :  — 

It  is  universal  in  its  applications  ;  as  it  can  be  operated  by  a  pull,  scat,  door,  or  any  other 
known  method  (giving  the  same  result  in  ea<  h  rase),  and  can  be  applied  to  any  form  ol  Hopper  or 
Wash-out  Closet. 

It  is  more  easily  applied  than  other  valves;  as  it  requires  no  service-box   or  supplementary 

chamber %  and  the  attachments  are  of  the  most  simple  construction. 


UNIVERSAL   FLOAT-VALVES. 


It  is]  more  durable,  having  no  parts  that  are  affected  by  grit  ox  corrosion;  it  being  constructed 
exactly  like  a  common  cistern-valve  in  all  its  working-parts,  with  this  exception,  a  copper  float  being 
substituted  for  a  lead  weight,  and  requiring  so  slight  a  movement  to  operate  it,  there  is  absolutely 
no  strain  or  friction  to  produce  wear  and  tear. 

It  is  more  positive  and  reliable  in  its  operation,  it  having  no  sensitive  parts,  as  spring,  cup, 
leather,  etc.,  to  get  out  of  order. 

It  is  more  effective,  the  water  coming  direct  from  the  tanks,  and  not  from  a  supplementary 
chamber,  as  is  usual  with  other  appliances. 
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ACTION   OF   THE   VALVE. 


The  action  of  the  valve  is  as  follows  :  As  it  rests  upon  its  seat,  the  float  or  body  of  the  valve, 
is  filled  with  air ;  on  being  raised  from  its  seat,  it  floats  to  the  length  of  its  spindle,  and  remains 
in  this  position  until  the  water,  entering  the  float  through  a  hole  near  the  spindle  (the  air  passing 
out  through  the  hollow  spindle),  overcomes  its  buoyancy,  and  causes  it  to  drop  ;  after  closing,  the 
water  is  discharged  into  the  closet,  as  air  re-enters  the  float. 

Each  valve  is  furnished  with  a  regulator  to  govern  the  amount  of  water  to  be  discharged. 


UNIVERSAL   FLOAT-VALVES. 


Hiesc  fixtures   ire  sold  separately,  to  enable  the  plumber  to  make  and  line  his  xns; 

as  it  is  often  advisable  in  Factories,  Schoolhouses,  Railn  here  the 

closets  are  in  a  row,  to  suppl)   them  .ill  from  on 

\nv  cumber  of  the  fixtur*  [bed  in  p  i  ged. 


The  cisterns  should  be  made  not  over  15  inches  deep. 
iJi-inch  pipe  must  be  used  to  conn  valve  path  I 
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No.   1    UNIVERSAL   FLOAT-VALVE   AND   LEVER. 


PLATE    1 


Price $5*°° 


These  fixtures  are  intended  for  use  in  lead  or  copper  lined  cisterns,  to  supply  Flushing-Rim 
Hoppers,  where  a  simple  pull  is  desired. 

For  further  description,  see  pages  16  and  17,  plates  12  and  13. 
N.B. —  xK-inch  pipe  must  be  used  to  connect  with  Hopper. 


No.   1    UNIVERSAL   FLOAT-VALVE   AND   LEVER, 

WITH     AIR-PIPE     ATTACHMENT. 


PLATE    2. 


Price 


$5-75 


These  fixtures  are  intended  for  use  in  lead  or  copper  lined  cisterns,  to  supply  Wash-out  Closets, 
to  be  worked  by  a  pull  and  chain. 

For  further  description,  see  pages  18  and  19,  plates  14  and  15. 
N.B. —  ij^-inch  pipe  must  be  used  to  connect  with  closet. 
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PLAT* 


2  DOOR- 
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No.  2    UNIVERSAL   FLOAT-VALVE    AND   CRANKS. 

'  After-Wash  and  Waste-Preventing. 

PLATE   5. 


Price 

Price,  with  air-pipe  attachment  for  wash-out  closet . 


>7-5° 


These  fixtures  are  intended  for  use  in  lead  or  copper  lined  cisterns,  to  be  operated  by  a  pull-chain,  and  to  sup- 
ply Hoppers  and  Wash-out  Closets. 

If  used  in  connection  with  Wash-out  Closets,  the  air-pipe  attachment,  as  described  on  page  19,  should  be  used. 

For  further  description,  see  pages  20  and  21,  plates  16  and  1  7. 

XI    -  1  '.-inch  pipe  should  be  used  to  connect  to  closet.     The  cistern  should  not  be  over  15  inches  deep. 


No.  2    UNIVERSAL   FLOAT-VALVE    AND  CRANKS, 

WITH     SEATS. 

After-Wash  and  Waste-Preventing. 

PLATE   6. 


j* 


I. LACK  -WALNUT    SEAT.       CHER! 

Price,  with  No.  I  seat  (plate  Si       .     .     .     .$14.75 
Trice,  with  No.  2  seat  (plate  9)       ....      13.50  14.50 

Trice,  with  No.  3  seat  (plate  10)    ....     13.00  14.00 

Trice,  with  ornamental  bronzed  legs,  see  page  12. 
Add  for  air-pipe  attachment,  75  cents. 
same  in  erety  respect  1 1  plate  No.  5,  but  to  be  operated  by  the  1 
:  and  21,  plates  16  anc 
-  1  Vinch  pipe  should  be  used  to  connect  to  closet.     The  cistern  should  not  be  over  15  inche,  deep. 


I  [ 


No.  3   UNIVERSAL   FLOAT-VALVE   AND   LEVER, 

PLATE   7 


, 


, 
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IMPROVED   SEATS   AND   ATTACHMENTS, 

TO     BE     USED     IN     CONNECTION     WITH     PLATES     6     AND     7. 


PLATE    8. 


No.  l  Seat.    With  Galvanized  Legs. 


Trice 


BLACK    WALNUT.  CHERRY. 


.2S  $7.25 


This  seat  is  intended  for  use  where  it  is  desirable  to  have  the  seat  independent  of  the  walls  or 
partitions. 


PLATE    8%. 

No.  l1.  Seat.    With  Ornamental  Bronzed  JLegs. 


Price 


CLACK    WALNUT.  CHERRY. 

.     $IO.OO  II.OO 


PLATE    9. 

No.  2  Seat.    With  Painted  Legs. 


Bl    \CK    WALNUT.  CHEkRY. 

OO 


Price,  with  painted  legs $5.00  $6l 

Price,  with  ornamental  bronzed  legs  .      7.50  g  cQ 


This  seat  is  adapted  to  places  where  the  back  part  caii.be  secured  to  the  wall  or  partition 
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PLATE    10 

No.  3  Sea.  )ut  Legs). 


Pric 


Tin,  pattern 
o<  1  upicd  b)  l  t.     We  1  in    h  I 

the  udiL  b)  building  0 

The  uat  is  an  ii 
method,  as  the  perfe*  I  work 
a  proper  constnn  don  of  tfe 
insist  on  furnishinj 


'I'l. 
simple  and  sir  ng.     rhej 
sfmdfa  (ov  working  the  l< 
used,  ins 
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DOOR-ATTACHMENTS. 


For  Schcolhouses,  Railroa  V  and  other  public  place;,  where  a  great  number  of  people 

have  access  to  the  water-closets,  this  method  of  operating  the  clos  cognized  as  the  most 

positive  and  effective.     But  the  great  difficulty  has  be  re  common  valves  are  used;  as  the 

door  is  simply  opened,  and  at  once  closed  with  the  aid  of  a  spring,  it  gives  no  time  for  a 
proper  flushing  of  the  closet.  And  they  are  also  objectionable  if  the  door  is  held  open  too 
long:  the  water  runs  all  the  time,  causing  a  vcr 

The  No    1  Universal  Float-Valve  and  Door-Attachment  overcome  these  objection,. 

mains  open  long  enough,  whether  the  door  is  opened  slow  or  fa-:  ,  re  an 

at  each  movement  of  the  door,  the  amount  of  water  discharged  be  ned 

n  the  valve. 
The  door  is  connected  with  the  valve,  on,.  thus  preventing  any 

°f  "at  :'-chain  mits  of  the   door  being  thrown  wide  open 

Ted. 

the    movement    of  the  door,  and 
cannot  be  put  out  of  g 


UNIX  ERSAL   FLO.  I  T- 1  'AL  I 


No.    1  A    IRON    CISTERN   and    No.   1    DOOR-FIXTURE. 
No.   1    EARTHEN   HOPPER  and   No.  1    SEAT. 


I 


PLATE    11 


1 





t 


I 
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I  v 
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In  ordering,  pie  i  - 
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No.  1   SURE-SUPPLY  COPPER-LINED  CISTERN. 

PLATE    12. 


Size,  24  x  13  X  15.      Capacity,  16  gallons.      Price.  $12. 


No.   1A    SURE-SUPPLY   IRON    CISTERN. 


PLATE    13. 


Size,  22  x  12  x  12.      Capacity,  14  gallons.     Price,  *io.< 


UNIVERSAL   FLOAT-VALVES.  1 7 


SURE-SUPPLY    COPPER-LINED    AND    IRON    CISTERNS, 


perfei  t  \ I  -1  the  1  ( 

The 

N.B.       1 '  1  Inch  pipe 


i8 
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No.  1  SURE-SUPPLY  COPPER-LINED  CISTERN, 

WITH    AIR-PIPE    ATTACHMENT. 
PLATE    14. 


.  i<>  gallons.     Prii  e,  >> 3.25. 


No.  1  A    SURE-SUPPLY  IRON  CISTERN, 

ITH    AJR-PIPH    ATTACHME' 

PLATE     15 


Sii< 


■ 


UNIVERSAL  FLOAT-VALVES. 
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SURE-SUPPLY   COPPER-LINED   AND   IRON   CISTERNS, 


With  Universal  Float- Valve  and  Air-Pipe  Attachment. 


These  cisterns  are  the  same  as  shown  on  page  15,  but  with  the  addition  of  our  Attachment, 
or  governor,  to  the  air-pipe,  and  are  undoubtedly  the  best  cisterns  ever  devised  for  supplying 
Wash-out  Closets. 

It  is  not  necessary  to  hold  the  valve  open  to  discharge  enough  water  to  thoroughly  cleanse 
the  closet  and  trap,  thus  guarding  against  the  carelessness  of  the  user. 

The  Air- Pipe  Attachment  holds  back  a  portion  of  the  water  in  the  supply-pipe  after  the  valve 
has  closed,  thus  refilling  the  catch-basin,  from  which  the  water  has  been  driven  by  the  force  of 
the  flush. 

As  the  success  of  a  Wash-out  Closet  depends  in  a  great  measure  upon  its  being  thoroughly 
flushed  out  after  use,  these  cisterns  should  be  used  in  preference  to  all  others. 

See  page  6  for  full  description  of  the  action  of  the  valve. 

N.R.  —  i>4'-inch  pipe  must  be  used  to  connect  with  the  closet. 
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No.  2  AFTER- WASH,  WASTE-PREVENTING,  COPPER- 
LINED  CISTERN. 


PLATE    16. 


i 


Size,  24  x  13  X  13. 

Capacity,  16  gallons. 

Price,  with  pull-chain,  Si 5.50. 


BLACK-WALNUT  SEAT.      CHERRY  SEAT. 

Price,  with  No.  1  seat  (plate  8) $21.75  $22-75 

Price,  with  No.  2  seat  (plate  9) 20.50  21.50 

Price,  with  No.  3  seat  (plate  10) 20.00  21.00 

If  seats  with  ornamental  bronzed  legs  are  desired,  see  page  12. 

If  used  for  wash-out  closets,  add,  for  air-pipe  attachment,  75  cents. 


No.  2  A  AFTER- WASH,  WASTE-PREVENTING,  IRON  CISTERN. 

PLATE    17. 

Size.  22  x  i2  x  12.  ins. 

3.00. 

I   WALNUT.       C 

With  v  it  (plate  8)  .     .  $19,25       $20.25 

\"o.  2  seat  (plate  9)  .    .     18.00        19.00 

With  No.  3  seat  (plate  10)      .      17.50  1S.50 

If  seats  with  ornamental  bronzed  legs  are 
desired,  see  page  12. 

If  used  for  wash-out  closets,  add,  for  air-pipe 
attachment,  75  cenu. 


CXIVERSAL  FLO  A  T-  VAL  VES. 


AFTER-WASH,   WASTE-PREVENTING,    COPPER-LINED   AND 

IRON    CISTERNS, 

WITH       UNIVERSAL      FLOAT-VALVE. 


These-  cisterns  are  irorked 

in  the  No.   i  « litem,  but 
We  espei  Lilly  rei  ommend  th 

in  position  to  open  tl 
until  such  a*  tion,  and  then 

governed   by   the   regulator. 
This  is  m\  e\(  client  i 
iment  (  see  p 

for   full   d 
N.B,  —  i  l4-inch   | 
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No.  3   PRELIMINARY   AND  AFTER   WASH   COPPER -LINED 

CISTERN. 


PLATE    18 


Size,  24  x   13  x  13. 


Capacity,  16  gallons. 


BLACK-WALNL'T   SEAT.        CHERRY. 


Price,  with  No.  1  seat  (plate  8) $23.50 

Price,  with  No.  2  seat  (plate  9) 22.25 

Price,  with  No.  3  seat  (plate  10) 21.75 

If  seats  with  ornamental  bronzed  legs  are  desired,  see  page  12. 
These  cisterns  are  not  sold  without  a  seat     See  pages  12  and  13. 


$24.50 

23-25 
22.75 


No.   3  A    PRELIMINARY   AND   AFTER   WASH    IRON   CISTERN. 

PLATE    19. 


Size,  22  x  1 2  x 


Capacity,  14  gallons. 


BLACK    WALNUT. 


Price,  with  No.  1  scat  (plate  8) $21.25 

(Vice,  with  No.  2  seat  (plate  9) 20.00 

Price,  with  No.  3  seat  (plate  10) 19.50 

If  seats  with  ornamental  bronzed  legs  are  desired,  see  page  12. 
These  cisterns  are  not  sold  without  a  seat.     See  pages  12  and  13. 


$22.25 
21.00 
20.50 


UNIVERSAL  FLOAT-VALVES. 
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PRELIMINARY  AND  AFTER  WASH  COPPER-LINED  AND  IRON 

CISTERNS, 

WITH     UNIVERSAL    FLOAT- VALVES. 


These  cisterns  are  the  most  perfect  preliminary  or  double  wash  cisterns  ever  devised  ;  the  valve 
being  the  same  as  in  our  other  cisterns,  but  operated  by  our  Patent  Double-Acting  Lever,  the  action 
of  which  is  simple,  the  two  washes  being  obtained  as  follows  :  — 

On  depressing  the  seat,  the  upper  or  weighted  lever  comes  in  contact  with  the  short  arm  of 
the  lower  lever,  causing  the  valve  to  be  both  opened  and  closed,  discharging,  during  this  action, 


enough  water  to  thoroughly  wet  all  parts  of  the  closet.     When  the  seat  is  released,  the  valve  is  again 
opened  by  the  dropping  of  the  weighted  lever,  which  passes  clear  of  the  lower  lever,  leaving  the 


valve  to  close  as  in  the  other  cisterns,  and  discharging,  during  this  action,  from  one  to  four  gallons, 
the  quantity  being  governed  by  the  regulator. 

For  public  places  and  servants'  closets,  the  double-wash  cistern  is  probably  the  most  reliable 
method  of  insuring  cleanliness,  and  preventing  waste ;  as  it  is  well  known  that  all  closets  that  present 
dry  surfaces  should  be  wet  before  using :  and  the  public  cannot  be  relied  upon  to  so  use  a  closet, 
unless  an  automatic  apparatus  is  provided. 

A  nice  adjustment  of  the  chain  is  not  necessary,  but  it  is  well  to  have  the  chain  taut  when  the 
seat  is  depressed. 

It  is  advisable  also  to  cover  the  chain  by  a  grooved  strip,  to  protect  it  from  malicious  persons. 

N.B. The  seats  furnished  with  these  cisterns  are  fully  described  on  pages  12  and  13. 


24 


ILLUSTRATED   CATALOGUE. 


No.  4  A   SUPPLY  IRON   CISTERN. 

PLATE    20. 


Size,  1 8  X  8  x  12  deep.     Capacity,  j%  gallons.     Price,  £8.oo. 
Add  for  air-pipe  attachment  for  wash-out  closet,  75  cents. 

This  small  cistern  is  more  especially  adapted  for  use  where  there  is  an  uninterrupted  supply 
of  water,  and  can  be  operated  by  either  pull-chain,  or  in  connection  with  our  door-fixtures,  page  15. 

The  valve  is  the  same  as  in  our  other  cisterns.  See  page  6  for  full  description  of  action  of 
the  valve. 


No.  5  A  AFTER-WASH,  WASTE-PREVENTING,  IRON  CISTERN. 

PLATE   21. 


Size,  18  x  8  x  12  deep.     Capacity,  7\<  gallons.     Price,  Sio.oo. 

P-:--      „  --U    XT  /tv  BLACK    WALNUT.  CHERRY. 

Price,  with  No.  1  seat  (plate  7) $l6  $ 

Price,  w.th  No.  2  seat  (plate  8) '  ^  Q0 

Price,  with  No.  3  seat  (plate  9) I4  5Q  ^ 

This  cistern  is  the  same  as  our  No.  4,  excepting  the  valve  is  operated  by  our  Patent  Double 
Lever.     It  can  be  operated  by  either  pull-chain  or  seat. 
See  page  6  for  full  description  of  action  of  valve. 
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FLOOR-CONNECTION, 


FOR     CONNECTING     EARTHENWARE     TRAPS    TO     SOIL-PIPE. 


PLATE    22. 


Price 


£3.00 


This  connection  is  designed  to  insure  a  tight  joint  between  the  trap  and  soil-pipe. 
The  Flange,  being  a  swivel-joint,  can  be  adjusted  to  fit  the  position  of  the  trap  after  the 
fitting  is  calked  into  the  soil-pipe. 
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IMPROVED 

FLUSHING-RIM   LONG-OVAL   EARTHENWARE   HOPPER. 

PLATE    23. 


Price 


Si  o.oo 


IMPROVED 

FLUSHING-RIM   LONG-OVAL   EARTHENWARE   HOPPER, 


WITH     VENT-ARM. 


PLATE   24. 


Price 


$10.00 


I  Xn'ERSAL   FLOA  T-l'ALVES. 
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IMPROVED 

FLUSHING-RIM   SHORT-OVAL   EARTHENWARE   HOPPER 

And  Earthenware  Trap,  with  Vent-Coupling. 

PLATE      fa       25. 


Price $12.00 

Add  for  floor- connect  ion  (|.late  22),  #3.00. 


IMPROVED 

FLUSHING-RIM   SHORT-OVAL   EARTHENWARE   HOPPER, 

With  Vent-Arm,  and  Earthenware  Trap  with  Vent-Coupling. 


Price 


Add  for  floor-connection  (plate  22),  S3. 00. 


$12.50 
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IMPROVED 

FLUSHING-RIM   SHORT-OVAL   EARTHENWARE   HOPPER, 

WITH  FULL  S  LEAD  TRAP. 
PLATE  27. 


Price 


Add  for  vent-arm  on  bowl,  ;o  cents. 


$10.63 


IMPROVED 

FLUSHING-RIM  SHORT-OVAL   EARTHENWARE   HOPPER, 


WITH     4-S     LEAD     TRAP. 
PLATE    28. 


Price 


Add  for  vent-ann  on  bow],  50  cents. 


210.63 


IMPROVED 

FLUSHING-RIM  SHORT-OVAL  EART  \RE  HOPPER. 


I 


IMPROVED 

SHING-RIM    LONG-ROUND   EARTHENWARE    HOPPER. 


.VM  h>r 


50  c«rnr 
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ILLUSTRATED   CATALOGUE. 


SHORT-OVAL   FLUSHING-RIM   HOPPER   AND   TRAP. 


ENAMELLED     IRON. 


PLATE    31. 


Price 

Price  with  vented  trap 


ENAMELLED  HOPPER,  ENAMELLED  HOrPER 

PAINTED   TRAP.  \M>    ENAMELLED  TRAP. 


M  furnished  with  wood  rim,  add  j 


F7.25 

7-75 


#8.50 
9.00 


LONG-OVAL   FLUSHING-RIM    HOPPER. 


ENAMELLED     IRON. 
PLATE    32. 


Price 

1  1  rim 


55.50 


/.  FLO.: 


EARTHENWARE  SLOP-SAFES. 


PLATE    33 


\ 


* 


Pi 


I  Ii 

I 


ADEE'S   PATENT  ENAMELLED  SLOP-SAFE 

PLATE    34  PLATE    35 


■ 
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ILLUSTRATED  CATALOGUE. 


IMPROVED 

FLUSHING-RIM   LONG-OVAL   EARTHENWARE    HOPPER, 

With  No.  1  Sure-Supply  Copper-Lined  Cistern. 


t 


PLATE    36. 


Apparatus  No.   i. 


price. 
Complete        t 


23.00 


If  -eats   arc   desired,  Bee   plates  8,  9,  and    u 
4         pri< 

If  s]ol>-  desired,  see  plates  $$,  34,  and 


-r  without  vcntilating-arm,  , 
lull  description  of  ,  - 


UNIVERSAL  FLOAT-VALVES. 
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IMPROVED 

FLUSHING-RIM   LONG-OVAL   EARTHENWARE   HOPPER, 

With  No.  ia  Sure-Supply  Iron  Cistern. 


PLATE    37. 


Apparatus  No.  2. 


PRICE. 
Complete $21.25 

If  seats  are  desired,  see  plates  8,  9,  and  10  for 

prices. 

If  slop-safes  are  desired,  see  plates  n,  34-  and 
35  for  prices. 


r 


■  j 


1 


!   1 


5> 


The  hoppers  are  furnished  with  or  without  ventilating-arm,  as  desired. 
For  full  description  of  cistern,  see  page  17. 
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ILLUSTRATED   CATALOGUE. 


IMPROVED 

FLUSHING-RIM   SHORT-OVAL   EARTHENWARE   HOPPER, 

With  No.  1  Sure-Supply  Copper-Lined  Cistern. 


PLATE    38. 


Apparatus  No.  3. 


PRICES. 


Complete  with  earthen  trap,  as  shown   in 

cut $25.00 

Complete  with  S  or^-S  lead  trap,  as  shown 

in  plates  27  and  28 23.63 

Complete  with  %-§  lead  trap,  as  shown  in 

Plate  29 23.00 

Add  for  vent-arm  on  hopper,  50  cents. 

Add  for  floor-connection  for  earthen  trap,  plate 
22,  $3.00. 

If  seats  are  desired,  see  plates  8,  9,  and  10  for 

prices. 

If  slop-safes  are  desired,  see  plates  ^^  34,  and 

35  for  prices. 


^y 


For  full  description  of  cistern,  see  page  17. 


UNIVERSAL  FLOAT-VALVES. 
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IMPROVED 


FLUSHING-RIM  SHORT-OVAL  EARTHENWARE   HOPPER, 


With  No.  1 A  Sure-Supply  Iron  Cistern. 


PLATE    39. 


Apparatus  No.  4. 


PRICES. 

Complete  with  earthen  trap,  as  shown  in  cut,  $23.25 

Complete  with  S  or  K-S  lead  trap,  as  shown 

in  plates  27  and  28 21.88 

Complete  with  >s-S  lead  trap,  as  shown  in 

plate  29 21.25 

Add  for  vent-arm  on  hopper,  50  cents. 

Add  for  floor-connection  for  earthen  hopper,  plate 
22,  $3.00. 

If  seats  are  desired,  see  plates  8,  9,  and  10  for 
prices. 

If  slop-safes  are  desired,  see  plates  ^y  34,  and  35 
for  prices. 


/ 


For  full  description  of  cistern,  see  page  1 7. 
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ILLUSTRATED  CATALOGUE. 


IMPROVED 

FLUSHING-RIM   LONG-OVAL   EARTHENWARE   HOPPER, 

With  No.  2  Waste-Preventing  Copper-Lined  Cistern. 


PLATE    40. 


i 


Apparatus  No.  5. 


PRICE. 
Complete $26.00 

If  seats  are  desired,  see  plates  8,  9,  and  10  for 
prices. 


I  If  slop-safes  are  desired,  see  plates  $3,  34,  and 

35  for  prices. 


The  hoppers  are  furnished  with  or  without  ventilating- arm,  as  desired. 
For  full  description  of  cistern,  see  page  21. 


UNIVERSAL  FLOAT- VALVES. 
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IMPROVED 

FLUSHING-RIM  LONG-OVAL  EARTHENWARE   HOPPER, 

With  No.  2  A  Waste-Preventing  Iron  Cistern. 


PLATE    41. 


Apparatus  No.  6. 


PRICE. 

Complete 


.    $24.25 


If  seats  are  desired,  see  plates  8,  9,  and  10  for 
prices. 

If  slop-safes  are  desired,  see  plates  33,  34,  and 
35  for  prices. 


m 


^i^llQiilli^J^plllil'llllrlMlliyii 

L_ 1-=— 1* 

M 


BWfo    -^   — -^ 


/ 


r 


4 


Hoppers  furnished  with  or  without  ventilating-arm,  as  desired. 
For  full  description  of  cistern,  see  page  21. 


K 
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ILLUSTRATED   CATALOGUE. 


IMPROVED 

FLUSHING-RIM  SHORT-OVAL  EARTHENWARE   HOPPER, 

With  No.  2  Waste-Preventing  Copper-Lined  Cistern. 


PLATE    42. 


Apparatus  No.  7. 


PRICES. 

Complete  with  earthen  trap,  as  shown  in  cut,  $28.00 

Complete  with  S  or  % -S  lead  trap,  as  shown 

in  plates  27  and  28 26.63 

Complete  with  %-  S  lead  trap,  as  shown  in 

plate  29 26.00 

Add  for  vent-arm  on  hopper,  50  cents. 

Add  for  floor-connection  for  earthen  trap,  plate 
22,  S3. 00. 

If  seatsTare  desired,  see  plates  8,  9,  and  10  for 
prices. 

If  slop-safes  are  desired,  see  plates  ^,  34,  and  35 
for  prices. 


For  full  description  of  cistern,  see  page  21. 


UNIVERSAL   FLOAT-VALVES. 
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IMPROVED 

FLUSHING-RIM   SHORT-OVAL  EARTHENWARE   HOPPER, 

With  No.  2  A  Waste-Preventing  Iron  Cistern. 


PLATE    43. 


Apparatus  No.  8. 


PRICES. 

Complete  with  earthen  trap,  as  shown  in  cut,  $26. 25 

Complete  with  S  or  M-S  lead  trap,  as  shown 

in  plates  27  and  28 24.88 

Complete  with  3^-S  lead  trap,  as  shown  in 

plate  29 24-25 

Add  for  vent-arm  on  hopper,  50  cents. 

Add  for  floor-connection  for  earthen  trap,  plate 
22,  $3.00. 

If  seats  are  desired,  see  plates  8,  9,  and  10  for 
prices. 

If  slop-safes  are  desired,  see  plates  33,  34,  and 
35  for  prices. 


For  full  description  of  cistern,  see  page  21. 
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ILLUSTRATED   CATALOGUE. 


IMPROVED 

FLUSHING-RIM  LONG-OVAL  EARTHENWARE  HOPPER, 

With  No.  3  Double -Wash  Copper -Lined  Cistern,  No,  1  Black -Walnut  Seat 
with  Galvanized  Legs,  and  Earthenware  Slop-Safe. 


PLATE    44. 


Apparatus  No.  g. 


PRICES. 
Complete  with  No.  i  seat,  as  shown  in  cut  .  £37. 50 

Complete  with  No.  2  seat,  as  shown  in  plate 

9 36-25 

Complete  with  No.  3  scat,  as  shown  in  plate 

10 35-75 

If  slop-safe  is  not  desired,  deduct  S3. 50. 

If  seats  with  ornamental  bronzed  legs  are  pre- 
ferred, see  plates  %%  and  9  for  prices. 


Hoppers  furnished  with  or  without  ventilating-arm,  as  desired. 
For  full  description  of  cistern,  see  page  23. 


UNIVERSAL   FLOAT-VALVES. 
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IMPROVED 

FLUSHING-RIM   LONG-OVAL  EARTHENWARE   HOPPER, 

With  No.  3  A  Double -Wash  Iron  Cistern,  No.  1  Black-Walnut  Seat  with 
Galvanized  Legs,  and  Earthenware  Slop-Safe. 


PLATE    45. 


Apparatus  No.  10. 


PRICES. 
Complete  with  No.  i  seat,  as  shown  in  cut  8,  $35.25 

Complete  with  No.  2  seat,  as  shown  in  plate 

9 34-00 

Complete  with  No.  3  seat,  as  shown  in  plate 


10 


33-50 


If  slop-safe  is  not  desired,  deduct  S3.50. 


If  seats  with  ornamental  bronzed  legs  are  pre- 
ferred, see  plates  SK  and  9  for  prices. 


Hoppers  furnished  with  or  without  ventilating-arm,  as  desired. 
For  full  description  of  cistern,  see  page  23. 
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ILLUSTRATED   CATALOGUE. 


IMPROVED 

FLUSHING-RIM   SHORT-OVAL   EARTHENWARE   HOPPER, 

With  No.  3  Double-Wash  Copper-Lined  Cistern,  No.  1  Seat 
with  Galvanized  Legs,  and  Earthenware  Safe. 


PLATE    46. 


Apparatus  No.  ii. 


PRICES. 


Complete  with  earthen  trap,  as  shown  in 
cut 539-So 

Complete  with  S  or  %-§  lead  trap,  as 

shown  in  plates  27  and  28     .     .     .     38.13 

Complete  with  Jo-S  lead  trap,  as  shown 

in  plate  29 37.50 

Add  for  vent-arm  on  hopper,  50  cents. 

Add  for  floor-connection  for  earthen  trap, 
plate  22,  $3.00. 

If  slop-safe  is  not  desired,  deduct  $3.50. 

If  other  pattern  seats    are   preferred,   see 
plates  8,  9,  and  10  for  prices. 


For  full  description  of  cistern,  see  page  23. 
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IMPROVED 

FLUSHING-RIM   SHORT-OVAL  EARTHENWARE   HOPPER, 

With  No.  3  A  Double-Wash  Iron  Cistern,  No.  1  Seat 
with  Galvanized  Legs,  and  Earthenware  Safe. 


PLATE   47. 


Apparatus  No.  12. 


PRICES. 

Complete  with  earthen  trap,  as  shown   in 
cut >r 

Complete  with  S  or  J£-S  lead  trap,  as  shown 
in  plates  27  and  2S 35 

Complete  with   '.j-S  lead  trap,  as  shown  in 

plate  29 .     35-25 

Add  for  vent-arm  on  hopper,  ^o  cents. 

Add  for  floor-connection  for  earthen  trap,  plate 
;.oo. 

If  slop-safe  is  not  desired,  deduct  £3.50. 

If  other  pattern  seats  are  preferred,  see  plates  S. 
9,  and  10  for  prices. 


For  full  description  of  cistern,  see  page  23. 
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ILLUSTRATED  CATALOGUE, 


CROTON   WASH-OUT  CLOSET, 

With  No.  1  Sure-Supply  Copper-Lined  Cistern. 


PLATE   48. 


Apparatus 
No.  13. 


This  closet  is  made  in  one  piece,  and  is  of  the  best  earthenware.     For  prices,  see  page  46. 


THE  "CROTON" 


WASH-OUT  AND  VENTILATING  WATER-CLOSET. 


FOR     PRICES,    SEE     PAGE    46. 
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ILLUSTRATED   CATALOGUE. 


SECTION  OF  "CROTON"  WASH-OUT  CLOSET. 


PRICES. 

1  rthenware  Wash-out  Closet) 
with  i  Copper-lined  Cistern 

i  A  Iron  ( 

2  \ 


If  slop-safes  are  desired,  sec  plates  33,  34,  and  35. 

If  seats  are  desired,  sec  [dates  8,  9.  and  10. 


$28.00 
41.75 

44.75 
40.00 
43.00 


UNIVERSAL   FLOAT-VALVES. 
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IMPROVED 

FLUSHING-RIM   LONG-ROUND   EARTHENWARE   HOPPER, 

With  No.  4  A  Sure-Supply  Iron  Cistern, 


PLATE    50. 


Apparatus  No.  15. 


PRICES. 


Complete $15.00 

Complete  with  vent-arm     .     .     .       16.00 

If  seats  are  desired,  see  plates  8,  9,  and   10  for 
prices. 

If  slop-safes  are  desired,  see  plates  33,  34,  and 
35   for  prices. 


;| 


I 


T^ 


\ 


This  Cistern  is  the  same  in  its  operations  as  our  No.  1  A,  and,  where  there  is  an  uninterrupted" 
supply,  is  equally  as  effective. 
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ILL  i  'S  TRA  TED   CA  TA  L  OG  UE. 


IMPROVED 

FLUSHING-RIM  LONG-ROUND  EARTHENWARE  HOPPER, 
With  :•:  :e-Preventing  Iron  Cistern. 

. — <^>s 


PLATE   51. 


Apparatus  No.  16. 


PRICES. 


Complete < i  ;.oo 

Complete  with  vent-arm    .     .     .        1S.00 

If  -  red,  see  plates  S,  9,  and   10  for 

pric  1 

If  slop-  desired,  see  plau 9  .    and 


to  be  op^ 


r 
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